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Mrs. J. P. Murphy shares her husband’s pride as the recipient of the 1960 Illinois Award, presented 
4 at the ISPE 76th Convention in Peoria for outstanding and meritorious service to the Society. 
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PRESIDENT’S COLUMN 


_ In this, my first message to the membership of ISPE 
since the gavel was passed to me by LeVerne Hudson, 
. I want to assure you 
that I recognize the 
great responsibility 
which is correlative 
to election as Pres- 
ident of our Society. 
Though awed by the 
task set before me I 
shall do all possible 
to justify the confi- 
dence you 
placed in me. 

We have just pass- 
ed through the Easter 
season during which 


have 


we recognized the 
resurrection of the 
Saviour. KEaster 


heralds the beginning 
of our spring season 
when we see the re- 
newing of life on every hand. New beginnings are the 
order of the day. It is appropriate that we begin a 
new ISPE year at this most significant time. 

The ISPE has made much progress since the incep- 
tion of its predecessor organization in 1886. The 30 or 
so men who banded together af that time would revel 
to see what has transpired as a result of their foresight. 

Much has been accomplished for the benefit of our 
profession through the efforts of those who have gone 
on before. There is, however, much left to do. As we 
begin a new year of operation the need for serious con- 
sideration of our program for the future is recognized. 
The course we chart this year is bound to affect the 
destiny of our Society. I would like to review just a few 
of the avenues which I believe should be pursued. 

One of our greatest needs is to improve our com- 
munications. Misunderstanding is prompted by misin- 
terpretation. Communications must be a two-way street. 
We have the vehicles to provide such communications 
within the framework of ISPE. 

Active functional sections will provide a means of 
obtaining the ‘‘grass roots’’ opinions of our members. 
The ILLINOIS ENGINEER will provide an avenue of 


communications to the individual member. Obviously, 
(Continued on Page 15) 


Harold Sommerschield, 
President 


[asi 


NEW HOUSE OF DELEGATES 
PROVES HIGHLY SUCCESSFUL 
AT 76th LS.P.E. CONVENTION—PEORIA 


The fact that professional engineers can think fast 
and talk well was confirmed during I.S.P.E.’s first 
House of Delegates at their 76th Convention in Peoria 
—April 20-21. Nearly 150 chapter delegates, repre- 
senting 22 chapters, sat comfortably at their chapter 
tables, but were not hesitant to make use of the ‘‘floor 
mikes’’ to express their opinions and ideas during 
three active business sessions. The farther the conven- 
tion progressed, the larger the attendance became. 


Joliet and Peoriarea—Gavel Winners 


Joliet and Peoriarea Chapters had the distinction 
of walking off with the first engraved gavels given 
for perfect delegate attendance at all three business 
sessions. They met the requirement of having at least 
6 delegates present throughout the convention. 


State Committee Chairmen Face Membership 
For The First Time 


The extensive scope of I.S.P.E. activities was 
brought into focus before the membership as one after 
another of the State Committee Chairmen elaborated 
on his respective activity. For some Committee Chair- 
men, this was a most rewarding experience. The hours 
and hours of professional work donated by these men 
and their committee members for the furtherance of 
their profession were up in the thousands. The dele- 
gates felt a new respect for a “‘job well done’’. For 
other Committee Chairmen, whose committees had not 
been as active as they could have been, the experience 
of reporting to the membership was “‘stimulating’’. 
It stimulated the art of the ad lib, as well as the ex- 
pressed intentions to immediately activate these com- 
mittees to their fullest potentials. 


Highlights of Actions By The House of Delegates 

1. ENGINEERING TECHNICIANS: The new ISPE 
Board of Direction was asked to determine if a 
new or existing committee should be assigned the 
task of. studying the problem of the place of the 
engineering technician as related to. the profes- 
sional engineer in the State of Illinois. 

2, APPOINTMENT OF ENGINEERS TO GOVERN- 
MENTAL BODIES: A resolution was passed by 
the Delegates that the National Society of Pro- 


fessional Engineers exert its influence continuously 
(Continued on Next Page) 
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over all governmental bodies that hire engineers ~ to enhance growth of the professional engineer 
toward their adoption of a policy that no new ap- ing society, it Js recommended that this body 
pointments to engineering positions or present give consideration to, and if found favorable, gd 
personnel changed to engineering titles, unless they on record as favoring and referring to the ap 
are registered professional engineers or engineers- propriate ISPE Committee the following recom 
in-training of a state, territory, or the District of mendation to the heads of all governmental ageng 


Columbia. cies in the state having engineers on their staffs, 


FIRST ISPE WORKSHOPS ON A REGIONAL Said engineers be encouraged to qualify as Regs 
BASIS: Executive Director Newbury announced istered engineers-in-training or Professional Eng 


that the officers of ISPE were taking the Society gineers in the State of Ilnois and that recogni 
to the grass roots level in three scheduled work- tion through advances in status and salary he 
shops. Chapter officers, and chapter committee eranted wherever this is not presently an officia 
chairmen were urged to attend. Carbondale, ly established procedure and furthermore, tha¢ 


Springfield and Rockford were the cities chosen Registered Engineers be encouraged or requireG 
as the workshop sites for the first three Saturdays to DISPLAY CERTIFICATES issued by the De: 


in May. partment of Registration and Education. 
NATIONAL MEMBERSHIP CONTEST: The dele- 7. GOVERNOR KERNER TO GET RESOLUTION 
gates also learned that at the time of the conven- Zevel Berman of Chicago moved the adoption o 
tion, the Illinois Society had jumped into FIRST the following motion which was carried: 
PLACE in GROUP VI of the NSPE membership That a resolution be drafted and sent to the 
contest. Executive Director Newbury cautioned Governor of the State of [linois urging appoint. 
that while we were happy to see the ISPE member- ment of registered engineers to serve on Statd 
ship trend, the actual percentage of gain was un- Boards and Commissions concerned with studies 
impressive and that a new and intensive member- and reports involving engineering and construe¢ 
ship campaign for 1961-62 was in the offing. tion. 
GROUP VI (Over 5000 prospects) 8. IS THE ISPE BOARD OF DIRECTION TOO BIG! 
Ae Het Gains ren The Delegates instructed the new Board of Direc: 
ILLINOIS 109 10.3 1 tion to consider the question of the number of rep: 
Massachusetts AT 5.6 9 resentatives on the Board, with the idea of trying 
California 106 41 3 to reduce the size of the Board. It is feared thaw 
New York a eG ae 0) 4 as the Society grows in numbers the present repre* 
Texas 196 SERA 5 sentative formula would allow the Board of Diree3 
Ohio 156 —195 6 tion to get too large and bulky for efficient opera¢ 
Pennsylvania — 200 Be Oa 7 tion, to say nothing of the increased costs for Boare 


of Direction meetings. 


ee cree REA ws While time and space limit a detailed coverage ow 


STUDENT CHAPTER: 

Dr. George Ekblaw proudly reported that 31 
students at the University of Illinois had completed 
arrangements for a new chapter at the University 
of Illinois. Credentials were presented to the Board 
of Direction for their approval. The students were 
actively pushing their chapter program so that 
they could receive their State Charter before the 
end of the semester. (NOTE: Subsequently, the 
Board of Direction approved the Illinois petition 
on April 22; the approval came subject only to 
confirmation by the Constitution and By-Laws 
Committee of the student chapter credentials. May 
25th was set for Charter Presentation Night at 
the University of Illinois.) 

EGYPTIAN RESOLUTION: George Glenn of the 
Egyptian Chapter presented the following resolu- 
tion, which was adopted by the House of Dele- 
gates: 
In the interest of public safety and to stim- 
ulate growth of the individual engineer and 


all the House of Delegates’ discussions, other actions 
_will be ennumerated in forthcoming issues of the ht 
nois Engineer as they are dealt with by the Board ok 
Direction or the committee to which they were re* 
ferred. 


SOUTHERN ILLINOIS UNIVERSITY— 

CARBONDALE—CAN NOW GRANT 

ENGINEERING DEGREES 

During the present session of the Illinois State 
Legislature, a bill was passed and signed by Gov- 
ernor Otto Kerner permitting SIU to grant en- | 
gineering degrees. This action, in effect, lifted 
a former restriction which prevented SIU from 
granting engineering degrees. 

In talking with SIU officials, it was learned 
that the granting of engineering degrees will not 
start immediately, but the various departments 
can now plan and build toward the day when 
they will receive ECPD accreditation. 
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JOHN Pp. GNAEDINGER, Chicago Chapter member: speaks 


for slightly restrictive Corporate Practice Bill. 


The highlight of the third session of the House of 
lelegates at the Annual Convention of I.S.P.E. was a 
ual presentation by John P. Gnaedinger and Louis 
.. Bacon on proposed corporate practice legislation 
ffecting professional engineers. Mr. Gnaedinger en- 
husiastically supported the case for a slightly restric- 
ive bill, while Mr. Bacon urged the Delegates to act 
or a highly restrictive piece of legislation. President 
; D. Hudson commended both men on their fine 
resentations which gave the assembled delegates vital 
iformation on which they based ensuing discussion. 

After extensive debate, the smoke cleared and the 

lelegates voted in favor of a Salt Creek motion calling 
or a highly restrictive corporate practice bill. The 
ollowing restrictions were ordered implemented in 
roposed legislation by the House of Delegates: 

1. The principal business of the Corporation is 
the practice of engineering. 

2. The Chief Executive Officer or Managing Agent 
of the Corporation is a Registered Professional 
Engineer. 

3. A majority of the Directors of the Corporation 
are Registered Professional Engineers. 

*4. A majority of the stock of the Corporation is 
owned by Registered Professional Engineers. 


5. All plans, designs, drawing, reports and 


specifications issued by or for the Corporation 
are drafted and are dated and bear the signa- 
ture and seal of a Registered Professional En- 
gineer of this State. 


The National Society of Professional Engineers 
will hold its 27th annual meeting July 4-7 at the 
Olympic Hotel in Seattle, Washington. 


DELEGATES HEAR VIEWS ON CORPORATE PRACTICE LEGISLATION 


LOUIS A. BACON, 


‘ ISPE Vice-President, 
highly restrictive Corporate Practice Bill. 


speaks for 


Further Developinents: 


On May 1, in the office of attorney Paul Gordon, 
Jr., in Springfield, the following representatives of 
LE.C. and LS.P.E. met to join forces in presenting 
this legislation: 


Chas. K. Willett, Legislative Representative; Paul 
Gordon, Jr., legal counsel for IACE, ISPE, IEC; Dwain 
M. Wallace, IEC Legislative Chairman; Norman A. 
Miller, CACE Leg. Chairman; Harold F. Sommer- 
schield, ISPE President; Robert J. Newbury, ISPE 
Exee. Dir.; Al Osterling, ISPE Legis. Committee; John 
P. Gnaedinger, IEC; Warren C. Drummond, C.E.L.; 
Edward M. Fucik, CEL; Walter E. Hanson, IEC; Mal- 
den Jones, Exec. Dir., IACE; George Farnsworth, IEC 
and Sec. ISPE; James P. Murphy, [ACE. 


* The RESTRICTIONS AGREED UPON were for the 
most part the same as listed above with the exception 
of NO. 4—dealing with stock ownership. This restric- 
tion was DELETED upon the advice of our LEGAL 
COUNSEL, Paul Gordon, Jr. It was his opinion that 
it is an ILLEGAL restriction and would prove a serious 
stumbling block in the legislature. Unanimous agree- 
ment was quickly reached to remove this restriction. 


Attorney Gordon was instructed to draw the above 
restrictions with the exception of No. 4, into a suitable 
legislative bill and to add a ‘‘grandfather clause’’ 
ONLY IF HE BELIEVED IT NECESSARY. This 


clause would read: 


‘‘Previously existing corporations which have been 
legally practicing engineering in Illinois prior to the 
passage of this amendment shall not be subject to the 
above restrictions.’’ 


NSPE STATE PRESIDENTS’ CONFERENCE—PURDUE 
APRIL 14-15 


ISPE Executive Director, Robert J. Newbury (left) accepts invitation from Roger Loveless, President, Ohil 


FRIENDLY ENEMIES! Two men who worked together many years ago with the Portland Cement Associ 


tion find that their paths cross again as PRESIDENTS of their respective professional engineering societie) 
ISPE President, (left) Harold F. Sommerschield, Chicago, and Fred R. McComb, Minneapolis, Preside: 


LEFT: 

Society of Professional Engineers, to speak at OSPE workshop in June. 
CENTER: 

of the Minnesota Society of Professional Engineers, talk over the agenda of the conference. 
RIGHT: 


Douglas H. Stewart, Thief River Falls, Minn., (left) President-Elect of the Minnesota Society of Profession 


Engineers, joins MSPE President McComb and ISPE President Sommerschield in the conference work. 


Topics ranging from public relations to building 
codes provided the agenda for the National Society of 
Professional Engineers Annual State Presidents’ Con- 
ference, held April 14-15 at Purdue University this 
year. NSPE State presidents, presidents-elect and exec- 
utive secretaries and directors lstened to and took 
part in discussions and panel talks covering practically 
every phase of NSPE operations during the two-day 
conference, termed ‘‘excellent’’ by those attending. 

The Illinois Society officials exhibited two. phases 
of their society operation that proved to be very pop- 
ular: (1) Their new IBM personnel accounting cards 
and IBM membership application, and (2) a pictorial 
review of their LEGISLATIVE DINNER. 


SALT CREEK CHAPTER NAMES 
NEW OFFICERS 


Being sworn in by ISPE Pres. L. D. Hudson are: (left to 
right) Merle Mouser, Vice-Pres.; Alfred Odiet, Alt. Chap. 
Rep.; Paul Flood, Chap. Rep.; Howard Rayner, Treas.; 
Fred Sanneman, Sec.; Richard Doherty, Vice-Pres.; 
Clifford Creelman, President. Robert F. Hunter was also 
named a Vice-President. 


Representatives from as far north as Alaska ar 
as far south as the Canal Zone were briefed by NSPE# 
national vice presidents on a wide variety of subje¢ 
matter, including ethical practices, employment prag 
tices, public relations, programs for engineering st? 
dents and young engineers, chapter activities, finaneyr 
and registration, legislative matters and government’ 
contacts. Membership, cooperative activities wit 
other professional groups and concern for techniciam 
also provided much food for thought and active disew 
sion for those attending. 

Highlight of the social side of the two-day meetit 
was a social hour and banquet held at the Lafayet4 
Country Club. Speaker at the banquet was Prof. Alvi 
R. Rolfs, of the English Department at Purdue. H' 
subject was ‘‘A College Professor at Large in Europe. 
A regional luncheon was held Friday and a geners 
luncheon on the final day of the conference. 

The program was opened by NSPE president Noas 
A. Hull, P. E., who outlined the purposes and obje# 
tives of the conference. Paul Robbins, P.E., NSPE ez 
ecutive director, offered attendees a rundown on th 
Society’s administrative procedures and publication: 


R, Dean Collins and Marcus J. Rice, consulting er 
gineers, announced the formation of a _partnershiy 
Collins and Rice, with offices at 1622 South Fift 
Street, Springfield. | 

Both have been in private practice for six years 
prior to that, both partners had worked in the bride 
department of the Illinois Division of Highways. = 
has a degree from the University of Illinois and eae 
is registered both as a Professional Engineer and 
Structural Engineer. 

The firm will specialize in civil and structural et 


gineering projects. 


Nestled among some of the most beautiful 
hills surrounding busy metropolitan 
Pittsburgh is the attractive community 
of Pleasant Hills, Pennsylvania. 
This rapidly growing suburban area 
is not only providing gracious living for 
its residents but also effective and modern 
sewage treatment facilities. 
Consoer, Townsend and Associates, 
ED, Consulting Engineers, designed the 
Pleasant Hills plant which includes two 
P.F.T. 65’ Floating Cover Digesters 
and P.F.T. Gas Safety Equipment. 
Pleasant Hills will dedicate its new plant 


this year. P.F.T. congratulates the 


community and its civic leaders for 


their progressive thinking and planning. 


Aerial shows P.F.T.'s two 65' Floating Covers at new plant 


waste treatment equipment exclusively since 1893 


PACIFIC FLUSH TANK CO. 
P4241 RAVENSWOOD AVENUE, CHICAGO 13, ILLINOIS 
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ENGINEERING “THE SAFE CAR” 


By James J. Ryan, Professor of Mechanical Engineering, 
Institute of Technology, Unwersity of Minnesota 


The major part of a presentation by the author 
at the Methodist Hospital, St. Louis Park (Minne- 
apolis), Minnesota, in the Symposium on Automo- 
bile Trauma. 


The author, Professor James J. Ryan, is Prin- 
- cipal Investigator for the Automotive Safety Re- 
search Project, University of Minnesota. 


For over ten years we have been experimenting with 
ways to prevent injury to persons in a collision, and 
much of that time the public has suffered through tele- 
vision showings and newspaper accounts of the tests. 
People say, “‘There’s that man again!’’ and quickly 
turn off their sets. 


‘‘Safe Car’’ Idea 


Ideas or inventions are usually viewed as notions or 
fads, and are expected by everyone to quit bothering 
after a short time and pass on. But if these ideas or 
notions depend upon the public for support, they must 
overcome the prejudice of originality; to do this, they 
must appear in a form which will assure understanding: 
In this discussion the idea of the ‘‘safe car’’ is pre- 
sented, in the hope that the idea will persist, whatever 
theatricals the tests may appear to employ, and refine- 
ments will follow from these engineering’ tests. 

Everyone is familiar with the problem of transport- 
ing eggs. They are now packaged in cardboard or pressed 
paper holders, with widely separated compartments and 
with supporting areas touching each egg. However, if 
the cardboard carton is dropped flat on the floor, the 
eggs will break; but if the pressed paper holder is 
dropped in the same manner on the fioor, most likely 
none will break. Thus two things are evident: first, the 
eggs must be held in place with a large properly con- 
structed contact area; and second, the impact to which 
they are subjected must be absorbed rather than re- 


ABOUT THE AUTHOR 


Professor James J. Ryan of the Mechanical Engineering Department 
is celebrating the completion of his 30th year on the staff of the Univer- 
sity of Minnesota on Monday, May 22, 1961. 


He has also been one of the Minnesota Society’s most active profes- 
sional engineers having held its highest offices, the most recent of which 
was NSPE Director. Prof. Ryan is also an active member of Technical, 
Social and Fraternal associations. 


His professional activities have indeed set an example that would 
be well for all engineering faculty members to follow. 


bounded. This is what we are trying to do with peopl 
in automobiles. These two things, careful holding and 
proper absorbing, are necessary in order to keep people! 
safe. : 


Packaging People 


There is a tremendous incentive to package people 
in cars this way. According to Cornell University Crash 
Injury Research reports, more than one-half of the 
deaths and injuries in automobiles occur at a speed less: 
than 40 miles per hour. This one-half would approximate 
18,000 deaths, nearly 60,000 totally incapacitated, ands 
about 1.4 million injured. These numbers are as big 
as they appear from the newspaper accounts each day. 
Actually, the human suffering and loss of life resulting: 
from automobile accidents follows cancer and heart dis 
ease in extent, and the U. 8. Public Health Service hase 
declared automotive casualties to have reached epidemic 
proportions, Therefore, if people could be protected. 
from injury for speeds up to 40 miles per hour, the 
lessening of injury and death would reduce the problem | 
by approximately one-half. This result can be accom-- 
plished by the proper design of cars, if they are made to: 
absorb the energy of collision up to 40 miles per hour: 
without causing injury to people wearing seat belts. 


Safety Bumpers 


The accomplshments have been made possible by’ 
the use of hydraulic energy-absorbing bumpers in front 
of the car, which reduce the force of impact below that 
which has been found by Colonel John Paul Stapp to 
be safe with seat belts. The actual forces of crash into 
a rigid barricade, such as a bridge abutment or a con- 
crete wall, or a head-on collision, are within the toler- 
ances which can be survived without injury at 40 miles 
per hour. For higher speed crashes, the packaging 
which prevails greatly aids in reducing the extent of 
injuries. Even seat belts alone are very effective in re- 
ducing injury at lower speeds and for roll-overs. 

The tests we have been making on cars have been 
to determine the most effective and economical means 
of utilizing these findings. We have observed, for in- 


High-Speed Photo of Professor Ryan. 


Fig. 1 


Passenger Car Impact at 20 Miles Per Hour Showing Driver and 


Passenger with Seat Belts at Air Force Missile Development 
1 « M., November 13, 1957. 


stance, that a 17-inch stroke of the hydraulic bumper 
is adequately effective for absorbing the crash energy. 
This length of bumper cylinders can be hid under the 
sar in front of the frame withottt changing the length 
of present-day cars, or modifying the styling that now 
prevails. 


Seat Belts 


We have been particularly interested in finding 
ways of mounting the seat belts to make their support 
nore effective, and to make their use most convenient 
and comfortable. We are working to measure the body 
notions on a seat belt, and have advocated a retract- 
uble steering wheel and a recessed dash. Other en- 
yineering considerations are being studied, such as a 
lash-pot damper under the seat and a take-up reel on 
he belts. It may not be unreasonable to find that the 
steering wheel, in reality, is a safety surface for a per- 
on swinging forward on a seat belt, and it may be 
idvocated that cars have dual steering. 

We are trying to understand better that which we 
ready know. The principles of the deceleration of 
he vehicle and the retardation of the people in the 


ec] 


car are well understood, but the application by automo- 
bile manufacturers has not received engineering con- 
sideration. The word ‘‘safety’’ in car production and 
selling has taken on questionable status. The public 
will pay very little more for safety, and the car manu- 
facturers know exactly how little that ‘‘little’’ is. 
However, the public expects to be protected, and has 
set up safeguards such as the CAA in aviation, the 
Pure Food and Drug Laws, and other controls to 
alleviate unreasonable conditions. The Federal Gov- 
ernment is the only agency powerful enough to reg- 
ulate safety into the construction of automobiles, and 
when the situation becomes sufficiently severe, steps 
will be taken to correct the deficiency. We hope you 
will participate in this clamor, and that we shall know 
how to. build the safer cars. 


Nation-Wide Attention 


Mr. Alfred Lowell Mosely, an extremely able psy- 
chologist at Harvard University, who is now chief 
investigator in research of fatal highly collisions (in 
the Boston area), has described briefly the allied work 
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Prof. Ryan on cart with seat-belts impacting 
wall at 17 mph. High-speed photo of initial 
start of force. 


in this field in a letter to Dr. James L. Mor- 
rill, former president of the University of 
Minnesota, two paragraphs of which follow: 

‘‘Professor Ryan’s work fits importantly 
into the larger picture of highway accident 
research. Professors Severy and Matthewson 
at the University of California in Los Angeles 
are doing experimental collisions to learn 
something of what happens to structures and 
components of the vehicle, and what collision impacts 
mean to (simulated) occupants. John Moore and staff 
at Cornell are making important statistical studies of 
engineering structures which cause injury to occupants, 
and the nature and extent of the injuries observed. 
Professor McDermott at Cornell Medical College is 
studying the management of the injured traveler from 
the time of injury to the time of discharge from a hos- 
pital. Professor Evans of the University of Michigan 
and Professor Lissner of Wayne University are study- 
ing the thresholds of injury to skeletal structures and 
organs of the human body, using advanced experimen- 
tal techniques. Professor Baker at Northwestern is 
making detailed qualitative studies on non-fatal ac- 
cidents. At Harvard, my colleague, Dr. Richard Ford, 
and I are doing detailed clinical studies on the fatal 
collisions. 


“The automobile industry maintains a distance 
from most of these studies, and quietly avoids both 
the chief investigators and their efforts. The medical 
profession extends every courtesy to the researchers 


Prof. Ryan at end of force showing maximum displacement. 
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and gives freely of knowledge and clinice® 
skill. The legal profession maintains clos 
contact with the results of the studies in thi 
interest of justice. The U. S. Governmen 
assists in money, materials, counsel, 
moral support to these various studies. 
‘‘In the U. 8. House of Representatives 
the Roberts’ subcommittee stays well irf 
formed on the status of the several studiei 
with the plan of substituting legislative pr 
cedures where voluntary cooperation fails.’ 


Congress Shows Interest 


The first order of business in the Senate of th 
Congress convening in January, 1960, had to do witl 
highway safety. <A film, ‘‘Automotive Crash Testi 
with Dummies and People,’’ of our experiments too 
ward injury prevention in crash and their results, wae 
prepared by the Audio-Visual Department of the Uni 


versity of Minnesota for presentation to these interest* 


ed bodies. It is hoped that steps will be taken to ree 
quire proper energy absorbers and restraining device: 


in the manufacture of cars for the future. By this 
means, all manufacturers will compete on the same 
basis and safety will have engineering status. After 
about ten years, all cars will have this safety construe} 
tion, and, since action is equal to reaction, the old cars 
would have equivalent benefit in the event of a collisior 
with a new ear. 

It may be concluded, from an engineering stand 
point, that the safe construction of cars is a moderr 
necessity, and the time is coming closer when it wil! 
be a reality. It is another focal point of attention iW 
a rapidly changing world. 
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| I.S.P.E. FUNCTIONAL SECTIONS COME ALIVE! 


[. James P. Murphy (left) and John Housiaux, ISPE Secretary, (right) congratulate Donald Schnacke, Sec.-Mgr. of 
| the Kansas Consulting Engineers Section of KSPE, Topeka, on his fine address at the opening session of the Functional 
| Sections—Peoria. 

2. Arnold A. Lundgren, Civil Engineer and Surveyor from Rockford, presides over Surveyors’ Functional Section Meeting. 
3. Floyd D. Birt of Edinburg, Chairman of the Highway Engineers’ Section, presides over the section meeting following 
an address by Executive Director, Robert J. Newbury of ISPE. 

4. J. Raymond Carroll of Urbana speaks before the first annual meeting of the newly-formed Functional Section for 
| Building Engineering Consultants. 

5. John E. Janssen, Minneapolis-Honeywell Research Section Head, Minneapolis, tells Engineers-in-Industry of the work 
of the Honeywell Engineers’ Club in conjunction with the MSPE Engineers-in-Industry Section. Their union battle 
and “Engineer-for-a-Day” program was of special interest. 

6. A “packed house” listens to Kansas’ Donald P. Schnacke call for strong legislative action on the part of functional 
sections. 


IOWA HIGHWAY COMMISSION classifications, including department heads at the Com- 


PLANS SALARY INCREASES mission’s main office in Ames as well as district and 
FOR ENGINEERS resident engineers in the field, would be raised at rates 


ee 0 to $1,800 a year. 
The Iowa Highway Commission has taken steps to alee ene 


raise the salaries of most of its engineer employees, al- 
though the proposed increases must be approved by 
the State Executive Council before the actual increases 
ean be granted. 

Under the Commission’s plan, the salary of the 


Department heads now generally receive $12,000 a 
year. The top possible salary under the new plan would 
be $13,800. District engineers generally receive $10,800 
now. The proposed ceiling for them would be increased 
to $11,700. 


ehief engineer would be raised from $18,500 to $23,400. Resident engineers now are paid $8,400 annually, 
No change in salary range was proposed for the deputy and this would be increased to $9,300. The salary of be- 
chief engineer, now paid $16,500 a year, or for division einning engineers also would be raised up to $7,200 a 
heads, now paid up to $15,000. But most other engineer year, 


= 
co 
heed 


A flexible joint... sewage-tight 


Dickey Coupling cuts Infiltration to absolute minimum 


* 


Unlike other jointing methods, the Dickey Coupling Jointing pipe with this Coupling is fast, too. Ap- 
is made of a resilient plastisol that compresses when _ plied to the pipe at the factory, it comes ready to use. 
the spigot is pushed into the bell. This forms a tight | You clean, prime, push... the job is done. 


joint that retains its compression and permits normal Send today for complete information on the flexible, 
deflection without losing its hold. The Coupling locks compression-type Dickey Coupling... and how it 
sewage in... locks infiltration out. assures you low cost sewer construction and operation. 


Providing improved sanitation for better living 


T C K Ee YW sanitary salt-glazed clay pipe 
W. S. DIC KEY. CLAY MEG ee: 
Birmingham, Ala.» Chattanooga, Tenn. Kansas City, Mo.» Meridian, Miss. St. Louis, Mo.» San Antonio, Tex.» Texarkana, Tex.-Ark. 


If it's made of clay it's good... if it's made by Dickey it's better 
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JOLIET GAVEL-WINNERS CELEBRATE 
AT PAST-PRESIDENTS’ NIGHT 


| On April 26 at Joliet ten Chapter Past-Presidents were honored and assisted the Chapter in celebrating 
fits winning of “‘The Gavel’’. The Joliet Chapter was one of two ISPE Chapters (Peoriarea being the other 
inner) that had “Perfect Delegate Attendance’’ at all three sessions of the new House of Delegates established 
fit the ISPE Convention in Peoria, April 20-21. ‘‘Perfect Attendance’? means that all six prescribed Joliet dele- 


gates attended all three sessions. 
i. JOLIET PAST-PRESIDENTS 


(Standing: (left to right) Kenneth Waltz, William Gray, Standing (left to right) James Gates, Bernard Anderhous, 
WJames McCarthy. Leslie Keeler. 


Sitting (left to right) William Chaney, Clarence Noethling. Sitting (left to right) Howard Hassert, Robert Brown. 


+ 
ss 


~ 


The statement said that the Society will offer direct 
assistance in the formulation of policies and procedures 
‘““which will best insure the maximum contribution of 
the engineering profession.’’ It added that expert advice 
on engineering aspects of the Peace Corps operation 
should be sought from accredited engineering schools 
and engineering societies. 

‘Full utilization of existing engineering organiza- 
tions for the formulation, direction and execution of 
those portions of the program which are of an engineer- 
ing character,’’ should be sought, Hull told the assembled 
state society officers. “‘It is essential that engineering 
efforts be under the guidance of professional engineers 
who are experienced in such matters,’’ he added. The 
Society statement suggested that engineering projects 
of the Peace Corps be handled through contracts with 


ISPE PRESIDENT (left), Harold F. Sommerschield, pre- 
sents engraved gavel to Joliet President Sanger K. 


Westphal. existing engineering organizations, 
PEACE CORPS The National Society’s action, Hull stated, was in 

Service in the Peace Corps offers engineering grad- line with its previous endorsement of the program of 
uates an opportunity to perform a valuable public technical assistance to underdeveloped nations (Poimt 
service while providing diversified experience at a Four Program) which declared actions to raise the 
“orass roots’’ level which will be of value in their pro- standards of living of peoples of underdeveloped na- 
fessional training and service to mankind, Noah Hull, tions ‘‘offers an opportunity to professional engineers 
president, National Society of Professional Engineers, and others with technical skills to make a material con- 
told a gathering of state society presidents at their an- tribution to the peace and prosperity of the world.’’ 
nual conference at Purdue University. Hull advised the state society officials that the Peace 

Hull made his statement after the Society’s Exec- Corps concept was consistent with the Society’s constitu- 
utive Committee adopted a policy statement offering tional objectives of ‘‘service to Society, to State, and 
the Peace Corps officials the full assistance of the to Profession,’’ and that it ‘‘can make a significant 
56,000-member organization of professional engineers. contribution to mankind.’’ 


id 
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ENGINEERS HEAR REPRESENTATIVE 
FROM BUREAU OF INTERNAL REVENUE 


Mr. A. V. Hughes of the Dep’t. of Internal Revenue 
was the featured speaker at the April 12 meeting of 
the Salt Creek Chapter, I.8.P.E. The Meeting was 
held at Cotugnos’ Restaurant on Roosevelt at Wolf 
Road. Mr. Hughes spoke on corporate tax structure 
and individual taxes for the Consulting Engineer. 


At the previous meeting held on March 9 at the Elm- 
hurst Country Club, newly elected officers were sworn 
in by Mr. La Verne Hudson, President of the [lnois 
Society of Professional Engineers. The new president 
of the Chapter is Clifford K. Creelman of Western 
Springs, there were three Vice-Presidents; Merle E. 
Mouser of 6255 W. School Street, Chicago, Richard V. 
Doherty of Chicago Ridge, and Robert F. Hunter of 
Naperville. Fred H. Sanneman of Villa Park is the 
new Secretary and Howard M. Rayner is Treasurer, he 
is from Hinsdale. Chapter Representatives are Ralph 
Michael of Hinsdale and Paul Flood of La Grange Park; 
Alternate Chapter Representative is Albert J. Odiet of 
Riverside. 
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\ There’s fun 
Ss / and sun for everyone 
. at beautifui 


BILOXI 


Mississippi 


private pool e pier 
water skiing 


entertainment 


ys < 
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FAMILY RATES 
/ ROOMS & SUITES 

,s KITCHENETTES \ 
Vroaky revels 


AMERICAN EXPRESS 


Fade Winds 


HOTEL & MOTEL 


East on U.S. Hiway 90 
On Mississippi's Gulf Coast 


te Uubelievable 


“In Chicago... 


Tomorrows Motel...Today 
. . overlooking Chicago's 

beautiful Lake Front 

* All rooms air conditioned and 
include TV and AM-FM Radio 

* Ample Free Parking 

* 10 minutes north of Loop 

* Restaurant & cocktail lounge 


Teletype CG-577 
ANTHONY MARSH, 
General Manager 


4800 N. MARINE DRIVE 
wm» © BRoadway 5-3000 


MISSOURI HIGHWAY DEPARTMENT 
ENCOURAGES REGISTRATION 


In an official memorandum, the Missouri State High-| 
way Department has strongly urged all engineer em- 
ployees to take advantage of the opportunity to register 
as either an engineer-in-training or professional en 
gineer. ‘‘We want to assist you in any way that we 
can toward the accomplishment of this registration, ”’ the! 
Department said. 

The memorandum of February 7, 1961, addressed 
to all engineer employees, said ‘“‘In recent years en-. 
gineering registration has become increasingly important 
in establishing a dividing line between the professiona! 
engineer and the unqualified practitioner. While reg-: 
istration is certainly not the only yardstick of determin- 
ing engineering competence, it is a means of providing¢ 
the public with a set of requirements that help to insure 4 
high standards of engineering work.’’ 

It was pointed out that in addition to publi protec-: 
tion, ‘‘registration is also a benefit to the individual. 
engineer and the profession as a whole since the profes-; 
sion is judged by the qualifications of all who use the: 
name engineer and registration has helped to define 
these qualifications. ’’ 


our Florida Vacation 


St 


All the fun and relaxation of an Island 
vacation, yet only 10 min. from down- 
town St. Petersburg. Heated pool, de- 
lightful apartments for 2 to 6 people. 
Directly on the Gulf of Mexico's white 
sand beach. Phones, free TY in all units. 


Churches, shopping, restaurants conven- 
iently near. Reasonable rates—brochure 


on request. 


Phone 22-1411 Treasure Island Florida 


10750 Gulf Blvd. 
Treasure Island 


FLORIDA 


* Heated Pool 
care lance © 4800 N. MARINE DRIVE 


(West Lawrence Turnoff & 
Outer Drive) 
Gy Phone BRoadway 5-3000 


An Invitation... 


we you're designing a bridge, 
you're necessarily interested in 
structural strength and costs. Nelsen 
Concrete invites you to check its 
standards and to run cost studies 
ona NELSEN Bridge for any site. 
You'll also be sure of fast service 
when you recommend a NELSEN 
Bridge — posts, piling, caps, slabs, 
and rails are always available in 
standard sizes from stock. If there 
are special problems, Nelsen Con- 
crete will meet your requirements 
with custom precasting for bridges 
or for any other building needs. 


Specify Modular Bridges 
by NELSEN 


*Details on request 


NELSEN CONCRETE CULVERT COMPANY 


Mt. Vernon, Ill. East St. Louis, Ill. 
P. O. Box 429 P. O. Box 28 
CH 2-3510 Ph. Bridge 1-0783 


Champaign, Ill. Indianapolis, Ind. 
P.O. Box 245 P.O. Box 21141 
FL 2-418] Ph, Melrose 1-1934 


>QST STUDIES ON A NELSEN BRIDGE — 


FEATURES OF NELSEN PRECAST UNITS... 


Span Lengths ... 12’ to 40’in standard precast lengths. 

Loadings... H15-S12-44 and H-20-S16-44 with or 
without wearing surface. 

Tolerances ...depth %”; length 14” in 10’. 

Posts...meet or exceed AASHO requirements. 


Precast Caps ...dowel holes, crowns, and levelling 
screws are provided for use with all types of pre- 
cast caps. 

Precast Piling ...14”, 16” in stock; 12” and 18” also 
available. 


Transverse Bridge Slabs ... precast complete with 
crowns and levelling screws... for long span 
structures and heavy-duty temporary bridges. 


TEMPORARY BRIDGES FOR RENT 
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MIXING BUSINESS WITH PLEASURE 


Peoria Registration Committee stays busy with the convention registration of nearly 400. 
Hmmmm, boy! “The Spirit of St. Clair” as exemplified by Mr. and Mrs. Manuel Garcia of E. St. Louis. 


Dr. Lawrence M. Lew, with ISPE President, Har 
day of the convention. 


Secretary John Housiaux looks on as President L. D. HUDSON presides over the House of Delegates. 


One of the convention’s busiest committees—the Credentials Committee—Art Dini (left) and Paul Zumwalt check 
in 150 delegates for three sessions. 


Noah Hull, NSPE President, addresses Society members on national activities. 


Guests of the Illinois Society were Mr. and Mrs. Robert E, Hutton, Hammond, Indiana. Mr. Hutton is President off 
the Indiana Society of Professional Engineers. 


old F. Sommerschield (right) following keynote address on the first 


= 


Dr. Beatrice Hicks, P. E. and husband, Rodney D. Chipp, P. E., relax following their pictorial presentation on South} 
America at the ISPE Annual Banquet. 
THE HOUSE OF DELEGATES AT WORK. Nearly 150 Chapter Delegates packed the meeting room for three lively |] 
sessions. 


Enjoying one of the social evenings were Mrs. Robert J. Newbury, 


(left) wife of ISPE’s Executive Director and i 
Mr. and Mrs. D. S. Magowan, Elgin. Mr. Magowan was immediate 


Past-President of ISPE. | 
[ies 


- 


‘esident’s Column— (Continued from Page 1) 


e development of strong functional sections and the 
provement of the IULINOIS ENGINEER are, there- 
re, imperative. 


: 

_ We must expand our activity in the public relations 
ea. The development of a professional engineering 
mmunity which will command the respect of our 
ighbors is required. To accomplish this we must render 
‘service to society in general. Such service, among 
her things, should include: (1) the development of 
uilding and Construction codes to govern construction 
| the unincorporated areas of our state, (2) the main- 
ining of high ethical standards to assure propitious 
rofessional conduct, (3) the dissemination of informa- 
on relative to Civil Defense, (4) the preparation of 
authentic information regarding Atomic Energy, its 
angers and virtues. 


We should work to upgrade the professional concepts 
fF our engineering students. We cannot expect our 
udents to possess high professional attitudes if our 
achers have little or no interest in professionalism. 
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It would seem reasonable to expect that all teachers of 
applied engineering subjects demonstrate their interest 
in professionalism by becoming registered professional 
engineers. 


The need for the concerted effort of all engineers is 
most apparent. More could be done through unity of 
purpose to develop and facilitate a virile program for 
our profession than through any other single means. 
By virtue of the fact that ISPE cuts across all branches 
of the profession we possess the characteristic through 
which unified effort is made possible. To convince all 
qualified registered professional engineers of this fact 
is our task. An increase in membership of our Society 
is of vital importance. This is an area in which every 
member can effectively participate. 


Our Society will progress in proportion to your en- 
thusiasm for the Society. Your enthusiasm for the So- 
ciety and its program will be proportionate to the effort 
expended in Society activity. If each of us will contri- 
bute some time and effort to the affairs of our Society 
benefit to the entire profession will result. 


How to cut sewer pipe costs $$$$ 


4 WAYS - in DEREATOR 


" CLAY PIPE 
with AMVIT JOINT 


Buy just the size you need—AMVIT joint can not 
leak. No need to use “oversize” pipe to handle infiltrated 
ground water. 


Just push spigot into the bell—No jointing material 
required. Watertight, root-proof joint is installed at the 
factory. 


Test as installation is complete—Save time and Jabor 
as no waiting is required for jointing compounds to 
cure. 


Fill trench immediately—Clear streets quicker as 
AMVIT joint permits immediate backfilling as soon 
as installation is complete. 


It will pay you to learn all about this Streator AMVIT joint 
which makes.Streator clay pipe even more valuable for 
every type of sewer installation. Why not call today? 


Amvit plastic joint saves time and money... 
most economical in the long run. Write or call 
for complete information. 


STREATOR 2-2131 


A subsidiary of JAMES B. CLOW & SONS. INC. 
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THE CONCRETE PIPE INDUUSTRY IS GEARED FOR THE 60'S. 
LARGE INVESTMENTS IN IMPROVED CONCRETE PIPE— 
NEW MACHINERY, RESEARCH AND QUALITY CONTROL— 
BETTER SERVE THE CONSTRUCTION INDUSTRY 
AND THE PUBLIC IN DRAINAGE AND SEWERS. 


ILLINOIS CONCRETE PIPE ASSOCIATION 


221 North LaSalle Street, Chicago 1, Illinois 
Phone DEarborn 2-3908 


MONTANA SOCIETY 
FIGHTS UNIONIZATION OF 
HIGHWAY ENGINEERS 


The Montana Society of Engineers has called on the 
State Highway Commission to cancel a collective bar- 
gaining contract with the American Federation of State, 
County and Municipal Employees, AFL-CIO, covering 
engineering and office personnel. The agreement, affect- 
ing some 100 engineering positions including about 25 
registered P.E.’s, would require union membership as 
a condition of employment, except for those employees 
with ten or more years of seniority. The agreement does 
not apply to employees at and above the level of Divi- 
sion Engineer or to Helena Headquarters personnel. The 
contract was signed without the engineers being given 
a chance to express their wishes regarding union repre- 
sentation and membership. 


Legality Questioned 

The Montana Society has also questioned the legal 
right of the Highway Commission to enter into a labor 
union contract requiring compulsory membership in the 
absence of special statutory authority. In this connec- 
tion, the Society was successful in killing a proposal be- 
fore the State Legislature which would empower a state 
department or agency to negotiate and sign collective 
bargaining contracts with a labor union. The Society 
told the Legislature that the proposed bill would be in- 
compatible with the principles of the engineering pro- 


CONCRETE PIPE-O-GRAM 
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fession, and that it would jeopardize the individual rev 
sponsibility and independent judgment required of : 
professional engineer employed by the State. 

The contract with the A.F.S.C.&M.E. recognizes the 
union as exclusive and sole bargaining agent over sue 
matters as salaries, grievances, overtime, working condi 
tions, ete. The original pact will be in foree for tws 
years, and can be renewed for one year periods there 
after. 

Society Statement 

The Society told the Highway Commission tha 
neither the State of Montana nor any of its department 
is subject to the Taft-Hartley Act and therefore is no 
required to recognize or bargain with any union, or te 
enter into any union contract. Further, the Society said 
it is a general rule that an employer is not required té 
bargain with any union which has not given satisfactory 
proof that it represents a majority of the employees: 
Finally, the Commission was informed that professiona: 
employees, such as engineers, should not be grouped inte 
a bargaining unit with nonprofessional employees unless 
a majority of the professionals vote for inclusion. 

Section Warning 

Since the Montana situation could form a precedent} 
for similar attempts to unionize state-employed 4 
gineers throughout the country, the NSPE Functiona| 
Section for Engineers in Government Practice urges 
all state societies to be continually alert for such ae 
tivity in their respective areas. 


n and Out of the 


MAILBAG 


>>>> @ <<< 


Harold E. Babbitt 
USOM MINN 
APO 301 
San Francisco, California 


Seoul, Korea 
21 April, 1961 


Dear Le Verne Hudson, 


I hasten to reply to your letter of 20 March in the 
10pe that my message will reach you in time for its 
ybjective. Your letter, coming via sea mail, required 
> weeks for delivery, Otherwise our mail service here 
is excellent. For example I can send films to San 
Hrancisco for development and have the finished product 
pack here in a week, provided air mail is used. 


Time is running out on me here. Not only is my 
personal contract to be terminated on 20 of June but 
the entire main contract with the University of Min- 
nesota is terminated 10 days later and all but a few 
sleaners uppers are to remain here on this contract. 
Instead of coming straight home, however, we are plan- 
ning to go the long way around stopping in India maybe 
for another year. The University of Wisconsin is dang- 
ling an offer for an Indian appointment for me. They’ve 
offered and I’ve accepted, but the ‘‘governmental (In- 
dian) clearance’’ has not yet come through. 

Please convey my regards to my many friends in the 
Society. Tell them how much I regret my inability to be 
with them another year. Above all tell the officers and 
thers responsible how proud I am of the Society and its 
recent accomplishments. It seems now to be approaching 
that sphere of influence and effectiveness that it should 
have enjoyed years and years ago. 

Sincerely and best wishes to all 
Harold E. Babbitt 
Secretary, Emeritus 
Illinois Society of Professional Engineers 


P.S. I greatly appreciate that title which you-all 
sontinue to carry at the masthead. 


Hdq. Note: Since the above letter was written, Pro- 
fessor Babbitt’s new address has been received. It is: 


Professor H. EH. Babbitt 
University of Roorkee 
Roorkee U.P., India 
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I want to put into 
words if possible, 
how much the Shedd 
family appreciated 
the Memorial Lunch- 
eon & Plaque Presen- 
tation which honored 
my husband. It was 
a very comforting 
thing for me & par- 


ticularhy (0) mm 
daughter, who was 


not able to be here 
at the time of her 
father’s illness and 
death. 

It is said that everything in the world is forgotten, if 
enough time elapses. The Illinois Society by doing this 
lovely thing, is postponing that day. Therefore it has 
our grateful thanks. 


L. D. Hudson, ISPE President 
and Mrs. Thomas C. Shedd with 
the Memorial Plaque. 


Very Sincerely Yours, 
Mrs. Thomas C. Shedd 


March 29, 1961 
The Honorable Otto Kerner 
Governor of Illinois 
Statehouse 
Springfield, Illinois 
Dear Governor Kerner: 

The recent distribution of the political personnel 
questionnaire to all state-employed engineers is in serious 
opposition to the development of competent career- 
minded engineering staffs in the various code depart- 
ments and agencies. 

In Illinois for many years, most all state-employed 
engineers have continued serving their departments and 
agencies because they enjoyed the technical practice for 
people who have appreciated their efforts. This was in 
face of extremely modest salary provisions, considering 
the professional training, experience and value of these 
men. The request for intimate data concerning their 
voting practice is of course, in opposition to fine career 
service. 

The 4,000 Registered Professional Engineers of this 
Society therefore urge you to consider the maintaining 
of the individual career services for professional en- 
oineers free of political activity. This is essential if the 
State is to have the benefit of honest technical judgment 
and conscientious service from its engineers. 

Your earnest consideration of this matter is re- 
spectfully solicited so that the image of State career 
engineering service will be favorable to the profession. 

Yours very truly, 
Robert J. Newbury 
Executive Director 


BUSINESS AND PROFESSIONAL DIRECTORY 


ESTABLISHED 1913 


WALTER H. FLOOD & COMPANY 
INSPECTION AND TESTING OF 
MATERIALS AND STRUCTURES 
RADIOGRAPHIC STEEL INSPECTION 
Foundation Investigations Concrete Core Cutting 
HYde Park 3-1512 
6102 Blackstone Ave. CHICAGO 37 


THIS SPACE 
AVAILABLE 


COMPLIMENTS 
OF 


GIERTZ-MELAHN ASPHALT MAUTZ & OREN, INC. 
COMPANY Engineers and Constructors 


Elgin, Illinois Effingham, Illinois 


COMPLIMENTS 
OF 


3% PAID ROCK ISLAND STEEL DIVISION 
ON MACOMBER 
Charles R. Roberts, Member I.S.P.E,. President 


® © 
CERTIFICATES j l [ 
Mots FABRICATED. STRUCTURAL STEEL FOR BRIDGES 


OF DEPOSIT NATIONAL BANK OF SPRINGFIELD AND BUILDINGS 


IN ANY 1603 Mill Street Phone 788-9543 
DENOMINATION Member Federal Deposit Insurance Corporation ROCK ISLAND, ILLINOIS 


HAZELTON PUMPS & PARRY DRYERS 


RALPH J. LOFQUIST CO. COMPLIMENTS OF 
COmmodore 4-1840 
10228 Prairie Ave. eae Skokie Valley Asphalt Co., Inc. 
DES PLAINES, ILLINOIS 


MACLAIR ASPHALT CO., INC. 


Manufacturers and Contractors of Bituminous Asphaltic Con- 
crete, Hot Mixed or Cold Lay, For Railroad Crossings, Indus- 
trial Uses, Municipal Highways, Driveways, Parking Lots and 
Sidewalks. 


Be manta HOTEL ST. NICHOLAS 
6303 COLLINSVILLE ROAD P. O. BOX 249 O. P. Greathouse, Manager 
Visit the “Glade” 
BRidge 1-7470 American and Cantonese Menus 
Your Favorite Beverage 
EAST ST. LOUIS, ILLINOIS SpcInGHE DOT 
PROFESSIONAL DIRECTORY 
ALVORD, BURDICK & HOWSON AUSTIN ENGINEERING COMPANY 
Water Works e Water Purification @ Flood Relief ‘ 2 
Sewerage @ Sewage Disposal @ Drainage @e Appraisals Conse li eaanoers ae Power 
Power Generation 115 S. Jefferson Ave. Peoria, Ill. Pavements 
20 North Wacker Drive CHICAGO 6, ILLINOIS phcae seats Sa 
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PROFESSIONAL 
BELING ENGINEERING CONSULTANTS 


DESIGNERS OF 

( ae Heating, Air Conditioning, Plumbing & Electrical 

z EC Systems for Buildings e Water & Sewer Systems & 
== Plants @ Municipal Engineers, Subdivision Planners 
Soro 307 - 16th St., Moline, Il. 


_ 807 S. Neil St., Champaign, Il. 1011 Main St., Peoria 5, Ml. 
10 Third Ave., Joliet, Il. 914 Grand Ave., Des Moines 9, Ia. 
_ 306 Park Ave., Rockford, Il. 314 N. 4th St., Burlington, Ia. 


HOMER L. CHASTAIN & ASSOCIATES 


CONSULTING ENGINEERS 


_ Civil, Structural, Mechanical, Industrial Design and Supervi- 
sion, Construction, Engineering, Turnpikes, Bridges, Water 
_ Supply, Sewerage, Flood Control and Drainage, Material Con- 
trols, Municipal Engineering, Topographic Surveys. 


~ 


15512 West Main Street Decatur, Illinois 


CLARK, DAILY and DIETZ 
Consulting Engineers 


Sewerage, Waterworks, Street Lighting, Highways, Swimming 
Pools, Surveying and Mapping, Land Development 
Studies, Bridges, Buildings, Foundations 


211 North Race St. 188 Jefferson St. 
Urbana, Illinois Memphis, Tennessee 


Consoer, Townsend & Associates 


Consulting Engineers 


Sewage treatment, sewers, storm drainage, flood control— 
water supply and treatment—Highway and bridges—Airports 
—Urban renewal—Electric and gas transmission lines—Rate 
studies, surveys and valuations—Industrial and institutional 
buildings. 


360 East Grand Avenue Chicago 11, Illinois 


CORDES CONSULTING ENGINEERS 


Registered Structural and Professional Engineers 


and Land Surveyors 


2415 Charles Street Rockford, Illinois 


CRAWFORD, MURPHY & TILLY 
CONSULTING ENGINEERS 


Water Works, Sewerage, Airports, Street 
Improvements, Traffic Surveys 


PHONE 8-5619 
755 South Grand Avenue, West SPRINGFIELD, ILLINOIS 


CRESCENT ENGINEERING 
COMPANY, INC. 


Contracting and Consulting Electrical Engineers 
Design, Supervision and Construction 

Process Power and Lighting for Industrial Plants 

CHICAGO 38, ILLINOIS 


6455 South Central Avenue 


CHARLES N. DEBES ASSOCIATES, INC. 
ENGINEERS AND ARCHITECTS 


STRUCTURAL MECHANICAL ELECTRICAL 
ACOUSTICAL - INDUSTRIAL - COMMERCIAL 
AND MUNICIPAL PROJECTS 


915 East State Street ROCKFORD, ILLINOIS 


(a a 


DIRECTORY 
DE LEUW, CATHER & COMPANY 


CONSULTING ENGINEERS 


Public Transit 
Traffic and Parking 
Expressways 

Grade Separations 
Urban Renewal 


Subways 

Railroad Facilities 
Industrial Plants 
Municipal Works 
Port Development 


150 North Wacker Drive, Chicago 6 
New York 


San Francisco Boston 


WALTER E. DEUCHLER ASSOC., INC. 
Consulting Municipal Engineers 
63 South LaSalle Street 


Aurora, Illinois 


FRIEDEWALD ENGINEERING CO. 


Consulting Civil Engineers 
311 South First Street 


Belleville, Illinois 


GOODKIND & O'DEA, INC. 


Consulting Engineers 


Structures 
Flood Control 


108 West Lake Street 


Foundations - - Expressways 


Chicago 1, Illinois 


GREELEY AND HANSEN 


ENGINEERS 


Water Supply - Water Purification - Sewerage - Sewage 


Treatment - Flood Control - Drainage - Refuse Disposal 


14 EAST JACKSON BOULEVARD CHICAGO 4, ILLINOIS 


Charles W.G reengard Associates 


Deerfield, Illinois 


CIVIL « SANITARY +» MUNICIPAL + UTILITY 
reports, plans, supervision, appraisals 


RALPH C. HAHN, P.E. 


CONSULTING CIVIL AND STRUCTURAL ENGINEER 
Bridges — Buildings — Foundations 


LAkeside 3-8482 or 
LAkeside 8-0197 


706 Ferguson Bldg. 
SPRINGFIELD, ILLINOIS 


a 


(pee == 


HANSON, COLLINS & RICE 


Consulting Engineers 
Registered Structural and Professional Engineers 
Bridges and Grade Separation Structures Dams 
Soil Tests and Foundations Roads and Streets 


1227 South Sixth Street Springfield, Illinois 


PROFESSIONAL DIRECTORY 


HARZA ENGINEERING COMPANY 


Consulting Engineers 
Calvin V. Davis Richard D. Harza E. Montford Fucik 
Reports ® Design @ Supervision 
Hydroelectric Plants and Dams ® Transmission Lines | 
Flood Control] ® River Basin Development ® Irrigation 


Chicago 6, Illinois 


400 West Madison Street 


HAZELET & ERDAL 
CONSULTING ENGINEERS 


Long Span Bridges @ Expressways @ Movable Bridges 


Grade Separations @ Ajrports 
53 West Jackson Blvd. CHICAGO 4 
LOUISVILLE CINCINNATI LANSING 


JENKINS, MERCHANT & NANKIVIL 


CONSULTING ENGINEERS 


Municipal Improvements Gas Systems 
Highways & Airports Water Systems 
Power Development Sewerage Systems 
Traffic Surveys Industrial Plants 
Flood Control Recreational Facilities 
Investigations and Reports 


801-805 East Miller St. SPRINGFIELD, ILLINOIS 


| TAND SURVEYS 


INDUSTRIAL - COMMERCIAL - RESIDENTIAL 


Legal Descriptions, Property Lines, Rights of 
Way, Subdivisions, Topography, Construction 
Lines, Grades. 


S. PASQUINELLI, Reg. 


NATIONAL SURVEY SERVICE, INC., Reg. En- 
gineers & Land Surveyors, 134 N. LaSalle RA 6-7608 


Wisconsin 


Ilinois, Indiana, 


R. W. ROBINSON & ASSOCIATES 


CONSULTING ENGINEERS 


Surveying @ Sewage & Water Systems 
Complete Municipal Service 
Mailing Address 
357 East 170th Street 
SOUTH HOLLAND, ILLINOIS 
Phone Edison 1-6700 


2445 S. Ridge Road 
LANSING, ILLINOIS 
Phone Granite 4-6868 


RUSSELL AND AXON 


CONSULTING ENGINEERS 


Sanitary - Structural - Industrial - 
Rate Investigations 


408 Olive Street, St. Louis 2, Missouri 
Municipal Airport, Daytona Beach, Florida 


Civil - Electrical 


reer rere TTUTUTUTUIUIUIULULULULLWU LULU ULL 
SARGENT & LUNDY 
ENGINEERS 
Consultants to the Power Industry 


® STUDIES @ DESIGN @ SUPERVISION 
140 South Dearborn Street, Chicago 3, Ill. 


M. C. SEIBERLING 


LAND SURVEYORS 
Dependable Service Since 1926 
Licensed Land Surveyors—lIllinois, Wisconsin and Iowa 


SAratoga 7-4804 
10 Third Avenue 


Joliet, Illinois 
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HAROLD S. SHAFFER 
CONSULTING ENGINEER 
SOIL ENGINEERING SERVICES 
Borings - Soil Testing 


Field Inspection 
Consultation 


Decatur, Illinois 


Site Investigations 
Analysis - Design - 
Engineering Reports 


1660 N. 21st St. 


SILANDER & SON 
Established 1906 


Land Surveyors - Civil Engineers 


Town and Industrial Planning and Engineering, Subdivisions, 
Surveys and Legal Descriptions, Drafting Services. 


RAndolph 6-9899 


228 North LaSalle Street Chicage 


SOIL TESTING SERVICES, INC. 


Consulting Soil and Foundation Engineers 
JOHN P. GNAEDINGER CLYDE N. BAKER, JR. 
Site Investigations 


Foundation Recommendation and Design 
Laboratory Testing Field Inspection & Control 


1827 N. Harlem Avenue, Chicago 35, Illinois 


STANLEY ENGINEERING COMPANY 
CONSULTING ENGINEERS 
208 South LaSalle Street, CHICAGO 4, ILLINOIS 


Hershey Building, MUSCATINE, IOWA 
Hanna Bldg., CLEVELAND 15, OHIO 


SVERDRUP & PARCEL ENGINEERING 
COMPANY 


Engineers - Architects 


Bridges, Structures and Reports 
Industrial and Power Plant Engineering 


915 Olive Street St. Louis 1, Missouri 


WARREN & VAN PRAAG, INC. 


CONSULTING ENGINEERS 


253 South Park Street 1224 North Capitol Avenue 
Decatur, Illinois Indianapolis, Indiana 


Since 1918 
Highways - Pavements - Bridges - Grade Separations - Airports 
Drainage - Street Lighting - Waterworks - Sewerage 
Investigations - Reports 


WIGHT and COMPANY 
Consulting Engineers 
Expressways ® Bridges ® Water Supply 
Sewage ® Municipal Improvements 
1038 Curtiss Street Downers Grove, Illinois 
and 


446 Main Street 


Barrington, Illinois 


C. K. WILLETT 
CONSULTING ENGINEER 


Complete Engineering Service for All Municipal 
Improvements 


317 North Galena Avenue Dixon, Illinois 


You can’t recognize your Amvit Man 


| 


HE HAS SO MANY OF THEM. When you start talking sewer pipe, he’ll first put on 
his “business” suit—to act as your technical advisor in specifying the type of joint and kind of 
pipe that will do the best job for you. He’ll work with you on installation and construction 
problems. Then he’ll switch to his “working” coat to process your order. He has a “follow-up” 
coat, too. He puts that on when he checks to make sure your Amvit clay pipe is shipped on 
schedule, and that all details of your order were handled to your complete satisfaction. 
And sometimes he doesn’t wear any coat at all. That’s when he rolls up his sleeves and 
pitches in to help you with any tough problems that come along. Call your Amvit man— 
he’s a good man to have on your team! 


SINCE 1848 


AMERICAN VITRIFIED PRODUCTS COMPANY : CLEVELAND, OHIO 


Plants Across the Nation: Brazil, Indiana + Chicago, Illinois » Cleveland, Ohio » Crawfordsville, Indiana » Detroit, Michigan » East Liverpool, Ohio i 
Grand Ledge, Michigan + Lisbon, Ohio * Los Angeles, California » Milwaukee, Wisconsin + Somerville, New Jersey + South Bend, indiana e St. Louis, Missouri « Whitehall, Illinois 
Regional Offices: Cleveland, 10 1-6750 * Chicago, ST 2-5243 « Detroit, GA 1-1940 + Los Angeles, EL 9-4535 « Milwaukee, HO 6-4990 » New York, SP 6-7700 + Somerville, N.J.,FO 9-4378 St. Louis, HA 9-5400 


WHEN SPRING IS “BUSTING OUT” ALL OVER 


concrete pavement isn’t... 
and taxpayers save money! 


Detours—one sign of spring that costs you money! You won’t find them 
where there’s concrete! 


The toughest winters and the “spring break-up” season can’t hurt it. On the 
concrete routes you'll find no potholes, ruts and washouts that plague drivers 
on the other kind of pavement. 


Concrete is tremendously strong—no pavement could be stronger even if 
carved from solid rock. “Frost boils” can’t push through it. It bridges soft, 
thawing ground beneath it. Upkee sts stay low— : 
bs Fee eae eek af Saaista hhc No pavement could be stronger 
Concrete saves money for taxpayers and drivers year after year. even if carved from solid rock! 


Its moderate first cost isn’t just a down payment! 


MODERN 
PORTLAND CEMENT ASSOCIATION 


111 West Washington Street, Chicago 2, Ill. 


A national organization to improve and extend the uses of concrete 


